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SACRAMENTO (UPI) -The Califor- 
nia ; .State 1 Senate yesterday, defeated, 
27*6, an assembly*approved measure . 
asking the federal government to reopen ; 
the investigation of the assassination of • 
•President John F. Kennedy/ • • 


